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however, evidently intended to send rose-marked dies to
Coventry from London, as we have curious examples of
London groats with, an obverse from a die intended for
Coventry, with a CC on the breast and a rose mint-mark.
The OC in every case is not, as with the later Coventry
groats, in place of the fleur on the breast, but is punched
over it, showing that the dies were really made for
London, but adapted hastily for Coventry, and then, not
being sent, were used after all in London. These groats,
although rare, are sufficiently numerous to prove that
they do not result from an accidental use of different
dies, and it may be noted that no groat with a Coventry
reverse is found with an obverse from one of the dies In
question. [See PI. XIII. 1.]

In the British Museum there is a Coventry groat
having the rose mint-mark on the obverse, but it is
without the usual OC on the king's breast, and is from one
of the ordinary London dies. It is uncertain whether the
reverse mint-mark is a rose or a sun. The rose is found
as a reverse mint-mark on groats with the sun on the
obverse, as in the case of Bristol.

THE NOBWICH MINT.

A ryal of Norwich with the rose mint-mark appeared
at the sale of the Montagu Collection (lot 577), and
was stated to be from the Cuff, Hastings, and Brice
Collections. It would appear to be unpublished4 with
this mint-mark; but, not having seen it or any other

4 Although reference is given to Ruding, SiippL, PI. vi. 24, the
obverse only of the coin is there shown, while the mint-mark would be
on the reverse.